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Chronomatic-106 AM/FM Digital Clock Radio 
(120-1496A) Features 

Your REALISTIC Chronomatic-106 AM/FM Digital Clock Radio is an AC-operated 
solid-state receiver. 10 Transistors and 7 Diodes are used to provide 
sensitive reception and high-quality sound reproduction. It covers both 
standard AM and FM radio frequencies. The flip-type clock digits are 
soft-lit - easy to see, day or night. 



Chronomatic-106 AM/FM Clock Radio 

(120-1496A) Operation Faxback Doc. # 18682 

Plug the Line Cord into a source of 120 volts, 60 Hz (220/240 volts, 50 Hz 
for European and Australian models as indicated on the rear of unit) AC 
power . 

Use the TIME SET knob to set the clock to the correct time - turn in a 
clockwise direction. Notice the clock has both AM and PM numerals - be 
sure to set it correctly. 

TO LISTEN TO THE RADIO 

1. Slide the AUTO-ON-OFF button to "ON". 

2. Select either AM or FM with the switch on the right side. 

3. Set BUZZER-RADIO switch to RADIO. 

4. Adjust TUNING and VOLUME for the desired station and level of sound. 

5. To turn the Radio Off, slide AUTO-ON-OFF button to "OFF" position. 

TO GO TO SLEEP WITH MUSIC 

1. Slide the AUTO-ON-OFF button to "OFF" position. 

2. Turn SLEEP knob clockwise - maximum rotation will give about 3 hours of 
music before the Radio automatically shuts off. Less rotation will 
give proportionately less time before shut-off. 

TO WAKE TO MUSIC 

1. Turn on the Radio as noted before. Turn in the station you want to 
wake up to. 

2. Set BUZZER RADIO switch to RADIO. 

3. Slide AUTO-ON-OFF to "AUTO" position. 

4. Adjust ALARM Knob in a counterclockwise direction for the desired 
wake-up time. 

NOTE: The Alarm indicator has AM and PM numerals - 

it correctly. 


be sure to set 



5. The Radio will automatically come on at the pre-set time. 


6. The Radio will stay on for about 60 minutes and then automatically turn 
of f . 

TO GO TO SLEEP AND WAKE TO MUSIC 

1. Set the Radio as noted under "To Wake To Music". 

2. Turn SLEEP knob in a clockwise direction for the approximate amount of 
time you want before the Radio will automatically go off. Now, the 
Radio will turn off automatically after you go to sleep and will come 
back on at the preset wake-up time. 

TO WAKE TO BUZZER 

1. Slide the AUTO-ON-OFF button to "AUTO" position. 

2. Set BUZZER-RADIO switch to BUZZER position. 

3. Adjust ALARM knob in a counterclockwise direction for the desired 
wake-up time. 

You will automatically be awakened at the pre-set time by the Buzzer. To 
turn the Buzzer off, slide AUTO-ON-OFF to "OFF" position. 

NOTE: If you want to wake to both Buzzer and Music, turn VOLUME to a 

comfortable listening level. If you want Buzzer only, set VOLUME to 
minimum. If you want to listen to music only after awakening, set 
BUZZER-RADIO switch to RADIO. 

TO USE THE SNOOZE BUTTON 

To obtain approximately 5 more minutes of sleep, press snooze button. 

This will silence the Radio/Buzzer for about 5 minutes. You can repeat 
this for up to about 1 hour (after that Radio/Buzzer will not come back 
on) . 

FOR PRIVATE LISTENING 

You can plug an Earphone or pillow speaker into the EARPHONE jack on the 
right side of the Radio. This automatically disconnects the built-in 
speaker. Your local RADIO SHACK store has a complete selection of 
earphones and pillow speakers. 



NOTES: Avoid exposing your Clock Radio to excesses of heat, humidity, 

dust or dirt. If the case becomes dusty or dirty, don't use harsh 
detergents or cleaners - a soft cloth, moistened with a mild 
solution of soap and water will do the best job of cleaning. 
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Chronomatic-106 AM/FM Digital Clock Radio 
(120-1496A) Care and Maintenance 

If your Radio does not operate correctly: 

1. Check to be sure the line cord is connected to a source of AC 
voltage (are you sure the AC outlet is 'live'?) . 

2. Check your control settings. Are you sure you didn't leave a control 
in the wrong position? 

3. Try rotating or moving the Radio; sometimes a different location will 
change and/or improve reception. 

If you continue to have problems and can't figure it out, help is as 
close as your Radio Shack store. Just bring it in for us to take a 
look at. 
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Chronomatic-106 AM/FM Digital Clock Radio 
(120-1496A) Specifications 


Tuning Range: 

AM: 

FM: 

Intermediate Frequency: 

AM: 

FM: 

Power Output: 

Speaker : 

Earphone Jack Size: . . . . 
Antennas : 

Dimensions : 

Weight : 


520 to 1620 kHz 

88 to 108 MHz 

4 55 kHz 

10.7 MHz 

250 milliwatts 

..3-1/2" (8.9 cm) permanent-magnet, dynamic type 

1/8 inch, mono 

Line cord for FM High-efficiency 

ferrite loop-stick for AM 
3-1/2" (8.9 cm) x 11" (28 cm) x 5" (12.7 cm) HWD 

2.9 lbs (1.3 Kg) 
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